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CSMS 12 December 1947 



Ball Telephone Laboratories 

443 lest Street 

Re« terk 14, Rw York 

ATYmiOKt Rr. P. 1. Blye 

Gentlemen* 

The Aray Security /gency Is in possession of a total of twelve 
£IG£4LX te rail Bala | and three STGS68S, three fIGGBia, and two 
SIGB^SO equipments* This Agency hue bean considering for storage 
as War Reserve, six GIG f ALT terminals, sad two SIGSC8S, three PXGGRI52, 
and two SIGBr.20 equipaents, These six terminals and the related 
equip® era to would toe kept In condition and maintained so that they 
can be reconditioned, installed, and utilised in the shortest possible 
time in the event of a national emergency* The remaining six SJGEALT 
terminals and one *138083 equipment would bo salvaged* 

Two of the six terminals intended for retention are still in- 
stalled in Washington but have not been used for sotse time. The re- 
maining four have been withdrawn from service} three have been returned 
to this Agency and one is stored at another location. 

If the six terminals were to be placed in War ^ecei-ve for future 
reuse, it would ba Rpcosaary to rehabilitate and test each terminal 
prior to storage* The practicability of such a project fro® the view- 
point of time and cost is questioned* At present, engineers from the 
Bell Telephone laboratories are the only personnel who have the 
knowledge* ability, aid experience to assist in ascertaining whether or 
not it would be advisable to rehabilitate this equipment in preference 
to substituting newly designed end eons trusted equipment. Factors in- 
volved include relative economy, complexity and alec of equipments, 
operational and maintenance reqoireaerts, and ti*e of rehabilitation 
as compared with the time it would take to design and produce new 
equipments* 

It is requested that an engineer from the Bell Telephone labora- 
tories be authorised to visit the Army Security Agency to consult with 
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Army Seeurity Agency representatives And inspect this equipment in 
order that the practicability of rehabilitating and storing these 
equipments oan be efficiently determined. 

It would ebvioualy be advantageous if the engineer seleoted for 
this purpose ie one who hae been intimately oonseoted with the original 
development of this equipment. 

This Agency wishes to express its appreciation for the courtesy 
extended te Hr. Brana during hie recent visit te Bell Laboratories end 
also for your willingness to dofray the expense of a visit by your 
engineer for the purpose of diseuseing the above aubjett. 

Sincerely yours. 



HAROLD G. HAYB8 
Colonel, Signal Corps 
Chief, Army Security Agency 
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